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FIRE  COMMISSIONERS"  REPORT. 


Office  of  Fire  Commissioners  of  the  City  of  Baltimore. 

Baltimore,  January  1st,  1864. 

To  the  Honorable  the  Mayor  and 

( 'it \y  Council  of  Baltimore : 
1 1  i:\tlemex  : 

The  Board  of  Fire  Commissioners  herewith  present  for  the 
consideration  of  your  Honorable  Body,  their  fifth  Annual  Re- 
port, which,  in  conjunction  with  the  accompanying  report  of 
the  Chief  Engineer,  will  give  you  a  full  statement  of  the  ex- 
penditures and  operations  of  the  Department  during  the  past 
year. 

After  a  fair  and  impartial  trial  of  our  Fire  Department  for 
the  past  five  years,  the  citizens  of  Baltimore  are  now  fully 
satisfied  with  its  utility  and  success;  and  feel  that  in  the  future. 
as  in  the  past,  they  have  a  guarantee  of  protection  to  the  large 
and  growing  interests  of  this  community.  They  have  eviden- 
ced their  appreciation  of  this  success,  by  their  continued  en- 
couragement of  the  system  through  our  municipal  authorities, 
and  we  cheerfully  acknowledge  our  indebtedness  to  each  De- 
partment of  the  City  Government  and  the  public  generally,  for 
their  cordial  co-operation  with  us,  in  promoting  the  interest 
and  development  of  the  Baltimore  City  Fire  Department. 


1  REPORT    OF   THE 

Since  our  last  annual  report,  the  working  force  of  the  De- 
partment has  consisted  of  114  officers  and  men  for  seven  Steam 
Engines  and  two  Hook  and  Ladder  Companies.  The  discipline 
as  marked  out  for  the  government  of  the  membership  has  been 
maintained,  and  our  officers  and  members  generally,  have  cor- 
dially responded  to  our  requisitions,  and  have  observed  and 
cultivated  good  feeling,  with  a  proper  spirit  of  emulation  in 
the  performance  of  their  duties. 

By  special  resolution,  approved  June  2,  1862,  the  City  Coun- 
cil appropriated  the  sum  of  three  thousand  dollars  for  the  pur- 
chase of  a  new  Engine,  and  at  the  same  time  authorized  the 
Board  to  dispose  of  the  old  Engine  belonging  to  Engine  Com- 
pany number  6,  which,  on  account  of  its  great  weight  and  con- 
sequent liability  to  expensive  repairs,  should  be  replaced  by  a 
lighter  apparatus.  The  new  Engine  was  built  by.  Messrs. 
Poole  &  Hunt  of  this  city,  and  delivered  to  the  Department 
last  spring,  and  is  satisfactory.  The  old  Engine  has  been  sold 
to  William  E.  Hooper  for  one  thousand  dollars,  and  we  suggest 
the  propriety  of  appropriating  this  amount,  and  so  much  more 
as  may  be  necessary,  for  the  purpose  of  building  a  new  Engine 
for  Company  number  5.  The  apparatus  now  in  use  by  this 
Company,  is  of  about  the  same  weight  and  size  as  that  formerly 
used  by  Company  number  G,  and  is  liable  to  the  same  objec- 
tions; we  think  it  would  be  judicious  economy  to  substitute  a 
lighter  and  smaller  one  in  its  place. 

The  Department  has  purchased  during  the  past  year  two 
thousand  feet  of  gum  hose,  and  will  probably  require  at  least 
one  thousand  feet  additional  during  the  current  year. 

The  houses  of  the  Department  are,  with  two  exceptions,  in 
good  condition.  The  Board  had  anticipated  the  reconstruction 
of  the  building  on  Harrison  street,  occupied  by  Hook  and  Lad- 
der Company  number  1,  during  the  past  year,  and  invited 
proposals  for  the  same,  but  the  extraordinary  advance  in  the 
price  of  materials  and  labor,  made  the  cost  beyond  the  means 
at  our  disposal,  and  caused  us  to  defer  the  matter  until  it  could 
again  be  presented  for  your  consideration.  The  condition  of 
the  property  is  now  such,  that  a  longer  delay  would  be  injudi- 
cious, and  we  therefore  recommend  an  appropriation  for  that 
purpose. 


FIRE  COMMISSIONERS.  ;> 

The  Engine  House  on  Barre  street,  occupied  by  Engine 
Company  number  2,  is  also  much  in  need  of  repairs,  and  as 
there  is  a  considerable  quantity  of  good  materials  in  the  house, 
the  expense  of  rebuilding  the  same  would  be  comparatively 
light.  The  necessity  for  these  alterations  in  both  houses  may 
be  better  understood  and  appreciated  by  an  examination  of  the 
property,  and  if  you  acquiesce  in  our  suggestion  and  permit  the 
improvements,  we  are  satisfied  they  will  promote  the  efficiency 
of  both  Companies.  The  estimate  for  these  repairs  and  alter- 
ations, as  stated  in  the  accompanying  table  of  expenses,  may 
seem  large,  but  in  view  of  their  great  necessity,  and  the  causes 
affecting  capital  and  labor  at  present,  your  Honorable  Body 
will  understand  the  reason  of  the  application,  and,  we  trust, 
grant  the  reasonable  request. 

The  Assistant  City  Commissioner  has  examined  the  house  on 
Barre  street  and  pronounces  the  building  as  settled. 

The  total  amount  of  losses  by  fire  during  the  past  year  as 
reported  by  the  Fire  Inspector,  is  $124,482.33,  of  which 
{  11,123.78  was  insured,  and  §64,000,  the  property  of  the  United 
States  Government,  on  which  there  was  no  insurance. 

Whilst  we  regret  that  the  loss  has  been  as  large  as  reported, 
yet  we  think  it  comparatively  small  in  consideration  of  the 
greatly  increased  risk  in  our  city  during  the  past  year  by  reason 
of  the  unusual  quantity  of  Government  property  on  storage 
here  ;  a  great  deal  of  this  material  has  been  of  an  inflamable 
character,  and  when  ignited,  it  has  been  difficult  to  suppress. 

We  mention  these  facts,  well-known  probably  to  all  of  you, 
in  order  that  you  may  take  any  additional  action  that  may  be 
deemed  necessary  to  diminish  the  risks  mentioned. 

The  appropriation  made  for  the  year  1863    for  the  current 

expenses  of  the  Fire  Department  was $52,320.00 

Special  for  new  engine 3,000.00 

Purchase  ground  for  No.  7  Engine  House 2,000.00 

857,320.00 

Amount  expended  as  per  statement  annexed $54,712.08 

Leaving  an  unexpended  balance  of, 2,607.92 


h  REPORT   OF  THE 

We  beg  leave  to  refer  you  to  the  accompanying  tables  for  a 
full  and  satisfactory  statement  of  the  membership,  property  and 
practical  operations  of  the  Department,  during  the  past  year, 
and  again  commend  its  interests  to  your  fostering  care  and 
favorable  consideration. 

Respectfully  submitted, 

JOHN  T.  MORRIS,  President. 
WM.  H.  STRAN, 
CHARLES  W.  WALKER, 
JOHN  H.  BAYLIES, 
ROBERT  TYSON, 

Board  of  Fire  Commissioners. 
Henry  Fulton,  Secretary.. 


FIRE  COMMISSIONERS. 


Expenditures  of  the  Baltimore  City  Fire  Department  for  1863. 

Purchase   of  No.    7  Lot,   corner   Ross 

and  Eutaw  streets §2,000  00 

Paid  on  account  mortgage  on   Truck 

House 260  00 

House  repairs  and  alterations 819  98 

Purchase  of  Hose 2,516  93 

lc   Horses 70  00 

"       "    Furniture  of  houses 103  43 

"    Apparatus 3,249  75 

11       "    Stationery,  printing,  &c...         164  92 

$9,185  01 


Running  Expenses. 

Paid   Salaries $34,347  72 

"     Apparatus  repairs 1,854  04 

"     Hose  repairs 91  10 

' '     Harness  and  repairs 239  09 

"     Horse   feed 5,341  97 

'•     Horseshoeing 358  60 

"     Feed  account 761  22 

"     Stable  account 50  45 

"     Oil  and  grease 1.57  97 

"     Gas  account 465  48 

ic     Water  account 300  00 

"     Insurance 60  45 

"     Incidentals 183  48 

"     Office  expenses 22  50 

•     Fire  Alarm  Telegraph 18  50 

"     Ground  vents 974  50 

45,527  07 


$54,T12  08 


REFORT   OF   THE 


Estimate  of  Expenses  of  the  Baltimore  City  Fire  Department 

for  1864. 

Salaries $36,000  00 

Horses,  feed  and  shoeing 7,000  00 

Purchase  and  repairs  of  apparatus 2,500  00 

Repairs  of  houses 1,500  00 

New  hose 1,400  00 

Fuel,  gas  and  water 1,000  00 

New  harness  and  repairs 1,000  00 

Oil  and  grease.., 150  00 

Ground  rent  and  insurance 1,000  00 

Stationery  and  office  expenses 150  00 

Mortgage  on  No.  1  Truck  house ,...  250  00 

Incidentals 550  00 

$52,500  00 

Rehuilding  houses  (Barre  and  Harrison 

streets) ,..  8,000  00 

New  engine  for  No.  5  do ,  5,000  00 

$65,500  00 


EIRE  COMMISSIONERS. 


Statement  of  cost  of  keeping  thirty-three  Horses  of  the  Baltimore 
City  Fire  Department  for  1863. 


Horse  feed $5,341  97 

Shoeing 358  60 


Medicines  and  medical  attention 


50  45 


$5,751  02 


Average  cost  per  horse  per  annum.. .$174  30 
"  "     "       "      per  month...      14  52 


Quantity  of  Feed  used,  and  average  cost  of  same. 

Oats 3,326  bushels,  average    65J  cents  per  bushel 

Corn 410 

Middlings 794 

Bran 806 

Hay 108,561  pounds, 

Straw 42,515 
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REPORT  OF  CHIEF  ENGINEER. 


Baltimore,  December  31,  1863. 

To  the  Honorable  the  Mayor  and 

City  Council  of  Baltimore: 
Gentlemen  : 

The  undersigned  entered  upon  the  discharge  of  the  duties  of 
the  office  of  Chief  Engineer  of  the  Fire  Department,  on  the 
21st  day  of  December,  1863.  An  examination  of  the  respective 
Engine  and  Hook  and  Ladder  companies  show  them  all  in  good 
order  and  condition,  and  ready  for  service  at  any  moment. 

The  limited  time  that  has  transpired  since  my  appointment 
to  the  position  of  Chief  Engineer,  prevents  any  detailed  report 
of  the  operations  of  the  Department  during  the  current  year. 
Within  the  time  above  specified  but  few  fires  had  occurred  ; 
the  principal  one,  the  agricultural  depot  of  R.  Sinclair  &  Co., 
Light  street,  was  subdued  by  the  prompt  efforts  of  the  officers 
and  members,  and  with  comparative  small  loss. 

Anticipating  the  cordial  co-operation  of  the  Board  of  Fire 
Commissioners,  and  the  members  of  the  Department  generally, 
also  the  officers  of  police  and  of  the  fire  alarm  telegraph,  I  can- 
not doubt  that  the  activity  and  efficiency  that  has  heretofore 
characterized  tli is  Department,  will  be  successfully  continued. 

Respectfully  submitted, 

James  L.  Stewart,  Chief  Engineer. 
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Officers  and  Members  of  the  Fire  Department. 


Fire  Commissioners. 

John  T.  Morris President. 

Wm.  H.  Stran,  Charles  W.  Walker, 

John  T.  Baylies,  Robert  Tyson. 


Chief  Engineer. 
James  L.  Stewart. 


Assistant  Engineers. 
Leonard  J.  Bandel,  James  Wesley  Shaw. 


Secretary  and  Clerk. 
Henry  Fulton. 


ENGINE  COMPANY  No.  1. 
Name.  Residence. 

George  W.  Key ser.... Foreman 23  North  Paca  street. 

Thomas  H.  Barrett.,.. Engineman 167  North  Paca  street. 

Wm.  W.  Keyser Fireman 23  North  Paca  street. 

Willam  Turner Hostler 10  Tessier  street. 

Alexander  Forrest Extraman 244  West  Fayette  street. 

101  Lexington  street. 

16  North  Paca  street. 

342  Lexington  street. 

176  Franklin  street. 

203  West  Fayette  street. 

84  Pennsylvania  ave. 

85  North  Paca  street. 


Aug.   Wagner,  Jr 
Andrew  J.  Batch elor. 
Chas.  B.  Honey  well... 

J.  Frank  Krems 

Robert  B.  Magruder.. 

John  Clemmons 

Francis  Gates 


CHIEF  ENGINEER. 
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ENGINE  COMPANY  No.  2. 


Name. 

Residence. 

Wm.  B.  Norris,  jr.... 

.Foreman 

...  82  Lee  street. 

Thos.  F.  Clarke 

.Engineman.. 

...313  S.  Charles  street. 

James  Barron 

.Fireman 

...137  E.  Lombard  street 

Richard  R.  Kelly 

.Hostler 

...  71  Barre  street. 

Bernard   Tully 

..Extraman.... 

...159  Lee  street. 

Alexander  Ferree.... 

tt 

...165  L.  Green  street. 

Wm.  M.  Sullivan.... 

a 

...165  S.  Sharp  street. 

Thos.  8.  Rodenhi 

a 

...128  S.  Howard  street. 

Wm.   C.  Simms 

cc 

...  62  S.  Eutaw  street. 

Josias  G-.  Hennick... 

...  71  Barre  street. 

Charles  F.  Bertram... 

i  c 

...214  W.  Pratt  street. 

Emanuel  J.  Medingei 

a 

...155  W.  Conway  street 

ENGINE  COMPANY  No.  3. 


Name. 

Jas.  H.  Gravenstine... Foreman 18 

.form  A.  Ives Engineman 41 

William  F.  Ely Fireman 71 

A.  H.  P.  Lynch Hostler 36 


Hands Extraman 

Bradley.... 


Gilbert  L. 

Gilbert  II. 

George  Osgoodby 

John  Hanson 

George  Meyer 

Joseph  Bowers 

John  L.   Krutchmer... 
William  D.  Reed 


60 
53 
23 
189 
,  21 
24 
91 
45 


Residence. 
South  Exeter  street. 
North  High  street 
East  Granby  street. 
East  Granby  street. 
East  Lombard  st. 
South  Caroline  st. 
East  Fayette  street. 
East  Fayette  street. 
West  Pratt  street. 
West  Lombard  st. 
South  Exeter  street. 
South  Exeter  street. 
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ENGINE  COMPANY  No.  4. 


Names. 

Geo.  W.  Fisher  Foreman.... 

Michael  Dunn Engineman , 

James  Hall Fireman  .... 

Wm,   Moore Hostler 


164 
.  97 
,  38 
,178 

Henry  M.   Milnor Extraman 443 

Joseph  Benson "  

John  McGeoch " 

JohnT.  Dillehunt 

Augustus  Rutiger " 

James  M.  Summers....         u 

Wm.  Bayley 

Thomas  Fisher.........         " 


.104 
.229 
.121 
121 
24 
10 


Residence. 
Hanover  street. 
High  street. 
North  street. 
Bank  street. 
Baltimore  street, 
Howard  street. 
Exeter  street. 
Harford  avenue 
Holliday  street. 
Front  street. 
High  street. 
Calvert  street. 


ENGINE  COMPANY  NO.  5. 

Name.  Residence 

Philip  Sherwood Foreman 269  East  Pratt  street. 

Wm.  H.  Dorsey Engineman 70  South  Ann  street. 

Adam  Ort Fireman Happy  alley  nr.  Gough  st. 

Charles  Meads Hostler 285  East  Pratt  street 

James  Tavlor Extraman 


Andrew  Perry 

Wm.  Jos.  Richards.... 

Wells  Ashcraft 

Theodore  Salter 

John  Hughes 

Peter  Ortt 

George  Dunkerly 


,156  East  Gough  street. 
..147  East  Gough  street. 
,  58  South  Ann  street. 
100  Regestcr  street. 
,124  South  Ann  street 
.131  South  Caroline  st. 
Pratt  near  Bond  street. 


CHIEF   ENGINEER. 


IT, 


ENGINE  COMPANY  NO.  6. 

Name.  Residence. 

Robert  McCleary Foreman 53  High  street. 

John  Riley Engineman 31  Albemarle  street. 

Wm,  D.  McElroy Fireman 180  Exeter  street. 

Michael  Scandlin Hostler 132  Forrest  street. 

Richard  S.  Bridge Extraman 29 G  North  Gay  street. 


David  Yerkes 

David  H.  Macaulay.... 

Wm.  Foster 

Francis  H.  Abbess 

George  Roche 

Wm.  G.  Cozine 

Jas.  W.   Cozine 


Under  Front  st.  Theatre. 
,  57  Lombard  street. 
157  Chesnut  street. 
.   2G  Sterling  street. 
185  East  Madison  street. 

G4  Britton  street. 
.   G4  Britton  street. 


ENGINE   COMPANY  No.  7. 

Name.  Residence. 

Wm.  G.  Gorsuch Foreman 100  North  Eutaw  sf 

Geo.  W.  Brady Fmgineman 74  Ross  street. 

J.   ().  Jones Fireman 17  St.  Mary  street. 

A.  Kaufman Hostler 151)  Paca  street, 

Joel  Smith Extraman 1G3  Paca  street. 


Chas.  II.  II oilman 

G.  W.  Grubb 

James  D.  Gorsuch 

Joshua  R.  Wood 

John   W.  Funk 

Peter  H.  C.  Stitcher.. 
0.  Healey 


•cot 


81  Hoffman  street, 
.128  Pearl  street. 
.100  North  Eutaw  street. 
.108  Paca  street. 
211  Biddle  street. 
.148  Ross  street. 
,   18  George  street 
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REPORT  OF  THE 


HOOK  AND  LADDER  COMPANY  No.  1 


Name. 

Eesidence. 

William  A.  Megraw.. 

...Foreman 

....  28  West  Baltimore  st. 

Hiram   Achenbach. . . . 

...Hostler 

..   13  Harrison  street. 

Thomas  Wiley 

...Tillerman ... 

....  44  Marsh  M'kt  Space 

John    Alderdice 

...Extraman... 

....  45  Jackson  street. 

Geo.  H.  Simmons 

iC 

. ...  34  Fawn  street. 

Walter  Ashton 

a 

.....383  West  Baltimore  st 

Edmund  Jones 

C( 

....  51  Saratoga  street. 

Wm.  S.  Wedge 

it 

....  36  Jackson  street. 

Wm.  J.  High 

1 1 

...105  Front  street. 

James  Collins 

a 

....  14  Fayette  street. 

Chas.  F.  Dahle 

it 

....  95  North  Gay   street. 

Arch'd  Moore 

iC 

...   45  Jackson  street. 

Benjamin  Kidd 

a 

...  45  North  Eden  street. 

HOOK  AND  LADDER  COMPANY  No.  2. 


Name. 


llesidence. 


George  H.  Houck Foreman 29  North  Paca  street. 

Jeremiah  Ewen Hostler 82  Pierce  street. 

John  G.  Gill Tillerman 24  North  Paca  street. 

Oliver  Burk Extraman 99  Ross  street. 


Wm.  R.  Lindsay , 

Wm.  A.  Dell 

Robert  H.  Shipley 

Edward  S.  Robinson., 

John  Gildea 

John  H.  Watson 

Charles  Weaver 

Edward  P.  Gettier.... 
J.  M.  Green 


.  35  Orchard  street. 
.481  West  Baltimore  st. 
.209  Biddle  street. 
.313  Franklin  street. 
.  29  St.  Mary  street. 
.  46  George  street. 
.153  Chestnut  street. 
,237  Biddle  street. 
Ross  street. 
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Inventory  of  Property  in  possession  of  Steam  Fire  Engine  Com- 
pany No.  1,  Paca  street,  near  Fayette  street. 

1  steam  engine. 

2  two  wheeled  hose  carriages. 
1  four         "         tender. 

1  two  "  ((         (small.) 


HOSE, 

&c. 

1018  feet  3  inch,  2J 

inch, 

leather,  (new.) 

716    "    6     < 

i        93 

f< 

tt 

(old,  in  good  order.) 

220    «   5     ' 

'     2i 

u 

a 

"     "     had 

tt 

121    "    0     < 

'     2| 

c< 

(C 

it         tt            (C 

tt 

44    "    4     < 

'     3 

£  £ 

c  t 

iC          it             cC 

a 

50    "    0     ' 

'      3 

Cf 

gum 

"     "    good 

tt 

21     u   0     < 

'       * 

C( 

a 

for  hydrant. 

18    «■    0     < 

«     4J 

u 

gum 

sucking  tubes. 

4  hose  pipes j  8  nozzles. 

1  spool  for  greasing  hose. 

1  reducing  screw  from  A\  to  2  inches. 

1  cc  u        tt       41    <<  2l      " 

2  "  "        "      2J    "  2       " 

1  accommodation  screw  2      "  2 -J     "     for  plug. 
1  double  female  screw,  4£  inch  standard. 

FIRE  TOOLS. 

3  axes,  2  leather  buckets,  2  oil  cans. 

5  brass  lanterns,  1  speaking  trumpet. 
1  pair  tongs,  I  canvas  water  bag. 

6  large  spanners  for  hose  and  sucking  tubes. 

1  six-inch  monkey  wrench,  4  plug  starters. 
150  feet  street  rope. 

FURNITURE,  AC. 

2  stoves,  stove  pipe,  coal  hod,  &c. 
10  iron  bedsteads,  18  mattrasses. 
10  pillows,  clothing,  &c. 

matting  on  sitting,  bed  and  cloths  rooms. 
oil  cloth  on  bath  room. 

3  velvet  cushioned  settees. 

:; 
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Inventory  of  Steam  Engine  Company  No.  1. — Continued. 

12  pine  chairs  and  cane  seat  chairs. 
1  centre  table,  1  looking  glass. 
1  set  green  velvet  curtain  and  cornice. 
1  pair  yellow  shades. 
3  green  shades  for  back  windows. 
1  dusting  and  window  brush. 

1  sprinkling  pot. 

2  large  bibles. 

TOOLS,   kc. 

1   portable  forge,  complete. 

1  sledge,  anvil  and  hardy. 

6  pair  tongs,  2  cold  chisels,  1  vice. 

1   grindstone,  3  hand  chissels,  3  punches. 

1  jackscrew,  5  files,  1  drill  and  3  bits. 

12  assorted  wrenches,  2  monkey  wrenches. 

2  flue  cleaners,  1  hand  punch,  4  fullers. 
1  set  dies  and  taps,  from  \  to  £  inch. 

1  swage,  1  set  hammer,  1  claw  hammer. 

2  reamers  for  wheel  boxes. 

1  hydrant  key,  1  jack  and  smooth  plane. 

1  hand  saw,  1  small  axe,  1  mallet. 

3  wood  chissels,  1  gouge,  1  draw  knife. 
1  brace  and  23  bitts,  1  spoke  shave. 

1  set  blocks  and  3  inch  fall  rope. 
1  set  blocks  and  1^  inch  fall  rope. 

SUNDRY   MATERIALS. 

1  cord  pine  wood,  5  tons  anthracite  coal. 

2  gallons  sperm  oil,  \\  gallons  etherial  oil. 

4  sheets  emery  paper,  2  sheets  emery  cloth 
\  lb.  sheet  gum,  1  step  ladder. 

3  tin  cans  for  oil,  \  lb.  flour  emery. 
25  lbs.  wrought  iron,  assorted  sizes. 

\  lb.  oxalic  acid. 
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Inventory  of  Steam  Engine  Company  No.  1. — Continued. 


SPARE    ARTICLES. 


1  hand  tongue  and  ropes  for  engine. 

1  horse  tongue,  double  trees,  &c,  complete. 

1  front  axle  for  engine,  1  set  wheels  for  engine. 

1  front  spring  saddle  for  engine. 

1  brake  for  engine. 

1  tongue,  trees,  &c,  for  tender. 

1  set  lead  bars,  1  pair  brass  britches. 

1  copper  saddle  for  hose. 

STABLE   ACCOUNT. 

2  brown  horses,  in  good  condition. 
2  grey         "  "  " 

5  sets  harness,  complete. 
1  riding  pad,  5  halters. 
1  seive,  2  water  buckets. 
5  blankets,  1  hay  cutter,  1  shovel. 
1  fork,  1  broom,  1  feed  box. 
10  bushels  oats,  4  bushels  bran. 
4  bushels  middlings,  800  lbs.  hay. 


George  Keyser,  Foreman. 
December  31st,  18G3. 
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Inventory  of  the  Property  of  No.  2  Engine  Company.      Location 

Barre  street. 

engineer's  department. 

1  steam  fire  engine  complete. 

1  portable  forge,  1  bench  and  vice. 

1  anvil  and  vice,  2  pair  of  tongs. 

1  sledge-bammer,  1  large  hammer. 

1  large  screw-driver,  5  monkey-wrenches. 

4  twelve-inch  files,  2  flat  chissels. 

3  cape  chisels,  1  breast  brace. 

1  soldering  iron,  1  small  vice. 

1  extra  engine  tongue,  10  boiler  tubes. 

3  hose  pipes,  5  nozzles,  5  spanners. 
1  reducing  screw,  1  grindstone. 

1  large  accommodation  screw,  1  small. 

4  lamps,  lot  of  blacksmith's  coal. 

1  breeching  coupling,  2  paint  brushes. 

2  oil  cans,  2  one  gallon  cans. 

1  half  gallon  can,  5  sheets  of  E  cloth. 
J  cords  of  pine  wood,  1  gimlet. 
4  extra  engine  wheels. 
20  feet  of  gum  hose,  2  leather  buckets. 

fireman's  department. 

Engine  house  with  gas  and  water. 
1  bell  weighing  2437  lbs. 
1  four-wheel  hose  carriage. 
1  two  wheel  hose  carriage. 
1000  feet  gum  hose. 

1406  feet  of  leather  hose,  bad  condition. 
25  feet  of  reducing  hose. 
50  feet  of  Baltimore  standard. 
10  arm  chairs,  15  common  chairs. 

7  iron  bedsteads  and  coverings. 
13  spittoons,  TO  feet  1  \  inch  rope. 

1  jack  plane,  1  hand  saw. 

2  step  ladders,  1  ladder. 

1  square  table,  2  round  tables. 
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Inventory  of  Steam  Engine  Company  No.  2 — Continued. 

lot  of  matting,  1  watering  pot. 

1  dubbing  barrel,  1  coal  hod. 

2  stoves  and  pipes  and  zinc,  1  tin  kettle. 

3  sets  of  blocks  and  falls,  1  dusting  brush. 

1  hatchet,  1  wood  horse  and  saw. 

2  telegraph  instruments. 

1  sweeping  brush,  3  picture  frames. 
1  American  flag  and  pole. 
1  looking  glass,  4  bibles. 
N.  B. — 170  feet  of  the  leather  hose  was  left  with  No.  5  En- 
gine Co.,  on  the  6th  December,  1863. 

hostler's  department. 

3  black  horses,  Barney,  Lion  and  Tom. 

1  sorrel  horse,  Major  Anderson. 

4  sets  of  harness,  2  saddle  pads. 
4  horse  blankets,  3  sheets. 

4  halters,  1  neck  strap. 

2  horse  buckets,  1  shovel  and  fork. 
1  feed  trough  and  4  feed  boxes. 

1  large  feed  box,  1  broom. 

1  dusting  brush,  1  curry  comb. 

1  brush,  piece  of  sponge  and  soap. 

1  Wheelbarrow,  1  lead  bar. 

1  Chamois  skin,  2  whips. 

1  Oats  seive,  1  quarter-peck  measure. 

1  bottle  of  lotion. 
15  bushels  of  oats. 
15  bushels  of  brown  stuff  and  middlings. 

Respectfully  submitted, 

Wm.  B.  Norris,  Foreman. 
December,  31^,  1863. 


22  REPORT   OF   THE 

Inventory  of  Property  in   Engine  House   No.   3.     Located  in 
Lombard  street,   near  High. 

1  three-story  brick  engine  house,  with   gas  and  water  fix- 
tures complete. 
1  bell  struck  by  telegraph,  3176  lbs. 
1  two-story  brick  stable. 

1  second  class  steam  fire  engine,  sucking  tubes,  &c,  com- 
plete. 
1  two-wheel  hose  carriage. 
1  four-wheel  hose  carriage. 
1362  feet  2 J-  inch  leather  hose. 

50  feet  Baltimore  standard  leather  hose. 
1  extra  set  sucking  tubes. 
1  pair  brass  breechers. 
1  accommodation  screw,  for  plugs. 
1  accommodation  screw,  for  small  openings. 

3  hose  pipes,  10  nozzles  assorted. 

4  accommodation  screws,  for  hose. 
1  copper  basket,  2  plug  wrenches. 

1  pair  furnace  tongs,  8  iron  wrenches. 
1  rest  stick,  1  extra  English  tongue. 
1  set  wheels  (extra),  1  hand  tongue. 
30  feet  f  inch  gum  hose  to  fill  boiler. 

FURNITURE. 

1  writing  desk,  1  reading  desk. 

1  centre  table,  1  clock. 

2  stoves,  1  water  cooler. 
Coal  hod,  shovel  and  poker. 

1  looking  glass. 

1  water  heater,  1  oil  cloth. 

3  pairs  window  shades,  2  chandeliers. 
Cocoa  matting,  (two  rooms.) 

5  pairs  window  blinds. 

4  spittoons,  1  dust  pan. 

1  water  pot,  1  broom,  1  hand  brush. 
3  framed  lists  of  rules,  &c. 
Assorted  lot  of  pictures. 
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Inventory  of  Steam  Engine  Company  No.  3. — Continued. 

8  iron  bedsteads. 

7  mattrasses  and  pillows,  sheets,  &c. 

1  bath  tub,  10  arm  chairs. 

3  old  settees,  2  settees. 

1  hammer,  1  screw  driver. 

1  pair  callipers,  4  cold  chissels. 

6  files,  3  oil  cans. 

1  bench  plane,  1  crowbar. 

1  varnish  can,  1  anvil. 

1  work  bench,  1  vice. 

2  monkey  wrenches,  1  axe. 

1  portable  forge,  1  John  screw,  1  handsaw. 

SUNDRIES. 

3  tressels,  6  boxes  matches. 
1  gas  meter,  1  bar  soap, 

1  cord  wood,  J  ton  coal. 
1  canvas  bag,  1  gong. 
150  feet  rope,  2  plug  starters. 

1  speaking  trumpet,  2  oil  cans. 

2  lanterns,  1  step  ladder. 

3  falls,  for  dry  house. 

1  lot  old  iron,  1  lot  smith's  coal. 

STABLE. 

4  horses. 

1  double  set  harness,  1  single  set  harness. 

2  saddles,  4  halters,  4  horse  covers. 
1  currycomb  and  brush. 

1  pitchforh  and  shovel. 
1  horse  bucket  and  seive. 
1  hand  brush,  1  broom. 
1  water  trough,  1  hay  cutter. 
1  block  and  fall. 

1  extra  swingle  tree. 

30  bushels  oats,  20  bushels  mill  feed. 

2  bales  straw,  3  bales  hay. 

James  II .  Gravenstine,  Foreman. 
December  31,  18G3. 
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Inventory  of  Property  of  Engine  Co.  4,  North  street. 

1  steam  engine  and  one  extra  tongue. 

2  four  wheel  hose  carriages. 
950  feet  2\  inch  gum  hose,  old. 

1000  feet  2\  inch  new. 

3  brass  engine  lamps  and  nozzles. 
1  copper  accommodation  pipe. 

1  extra  sucking  tub,  old. 

4  branch  pipes,  1  branch  screw  for  hose. 

2  jack  screws,  2  large  tube  wrenches. 

9  hose  wrenches,  6  assorted  wrenches  for  engine. 

2  screw  wrenches,  2  plug  starters. 

1  ash  pan  for  engine,  2  soldering  irons. 

3  pair  smith's  tongs,  1  small  feed  pump. 
1  anvil  and  hardy,  1  pair  fire  tongs. 

1  pipe  wrench,  I  wheel  prop,  carriage. 
1  oil  stone,  1  steel  fuel  cleaner. 
1  brush  flue  cleaner. 

1  copper  strainer,  3  two  gallon  tin  oil  cans 

2  one  gallon  tin  oil  cans,  1  quart  can. 

1  gallon  lard  oil  can,  1  gallon  etherial  oil  can 

3  brushes,  \  lb.  copper  wire. 

4  accommodation  screws  for  hose. 

25  feet  hydrant  hose,  1  leather  bucket. 

2  stoves  and  pipe,  1  portable  forge. 

1  coal  scuttle  and  shovel,  1  tin  boiler. 
1  grindstone,  1  handsaw,  1  tenon  saw. 

1  jack  plane  and  square. 

2  quart  copper  cans. 

1  small  copper  can. 

2  hammers,  1  jack  screw,  1  hatchet. 
2  wood  chissels,  4  cast  steel  chissels. 
1  pair  dividers,  1  pair  plyers. 

1  pair  callipers. 

1  breast  drill,  1  axe. 

1  hand  brace  and  bits,  set  guages. 

1  pair  stocks,  3  taps,  2  pair  dies. 

1  lubricator,  40  feet  tape  line. 
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Inventory  of  Steam  Engine  Company  No.  4. — Continued. 

4  feet  inch  pipe. 
1  dozen  bolts,  1  assorted. 
1  anvil  block. 
1  sledge  hammer. 
1  hand  brush,  hatchet,  10  drills. 
50  lbs.  old  iron,  1  cord  of  wood. 
1  coupling  for  garden  hose. 

1  cap  for  plug,  1  garden  coupling. 

2  fender  irons  for  engine. 
1  work  bench  and  vice. 

STABLE. 

4  horses,  2  sets  single  harness. 

1  set  double  harness. 

3  horse  blankets — two  in  bad  order. 

2  summer  horse  covers  in  bad  order. 
1  saddle,  4  halters. 

1  currycomb  and  brush. 

1  mane  comb  and  brush. 

1  piece  sponge. 

1  shovel  and  2  pitchforks. 

1  block  and  rope. 

1  dusting  brush,  1  broom. 

1  pair  scissors,  1  seive. 

3  bales  hay. 
30  bushels  oats. 

6  bushels  corn. 

6  bushels  brown  stuff. 

6  bushels  middlings. 

1  horse  bucket,  harness  cupboard. 


&c. 


1  dust  pan  and  watering  pot. 

2  lots  straw  matting,  2  tables. 
1  glass,  4  spittoons. 

11  chairs,  in  bad  order. 
1  settee,  9  iron  bedstead. 
4 
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Inventory  of  Engine  Company  No.  4. — Continued. 

12  husk  niattrasses,  in  bad  order. 

11  husk  pillows. 

28  blankets,  1  door  mat. 

20  sheets,  18  pillow  cases,  2  towels. 

11  window  curtains,  1  broom. 

1  telegraph  gong  and  battery. 

1  sweeping  brush,  3  pair  cotton  waste. 

1  United  States  flag. 

Respectfully  submitted, 

George  W.  Fisher,  Foreman. 
December  31,  1863. 
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Inventory  of  Engine  Company  No  5,  Ann  street. 

engineman's  department. 

1  steam  fire  engine,  1  portable  forge. 
1  vice  and  bench,  1  anvil,  1  grind  stone. 

1  sledge  hammer,  2  pair  tongs. 

2  cold  chissels,  3  cape  chissels. 

1  breast  drill,  1  set  of  stocks  and  dies. 

1  key  wrench,  2  monkey  wrenches. 

2  oil  cans,  1  set  of  wrenches  for  engine. 
6  old  files,  2  pair  spring  callipers. 

1  oil  can  and  3  quarts  of  oil,  2  lbs.  wadding. 

4  spare  clamps  for  hose,  1  leather  bucket. 

2  blacksmith  punches,  1  swedge. 

2  hand  hammers,  12  screw  nuts  and  bolts. 
1  jack  screw,  1  ash  pan. 

fireman's  department. 

Engine  house,  alarm  bell,  American  flag. 

1  four  wheel  and  1  two  wheel  tender. 

1         "  "    2       "  hose  carriages. 

10  links  of  gum  hose,  100  feet  each,  1,000  feet. 
17  links  of  leather  hose,  about  1,000  feet,  old. 

9  iron  bedsteads,  20  pillows  and  14  cases. 
14  sheets,  20  mattrasses,  25  blankets. 
16  chairs,  4  settees,  1  round  table. 

1  writing  desk,  2  coal  stoves,  2  shovels. 

8  lanterns,  1  saw,  1  axe,  1  jack  plane. 

5  sucking  tubes,  3  cant  wrenches,  3  hose  wrenches. 

2  setts  of  blocks  and  falls,  \  cord  wood. 

2  plug  wrenches,  2\  tons  of  coal,  carpet  for  rooms. 

9  window  curtains,  1  bucket,  1  gas  metre  and  burners. 
2  hydrants,  1  wash  stand,  1  canvas  bag. 

1  copper  basket,  2  cushions,  1  hand  pump. 

5  spittoons,  10  lbs.  dubbin,  1  copy  of  rules  of  department. 

1  list  of  private,  1  list  of  alarm  stations. 
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STABLE  DEPARTMENT. 

1  stable  and  shed  and  5  horses. 

1  sett  of  double  harness,  4  blankets. 

2  sett  of  single  harness,  4  covers, 
2  saddles,  4  old  halters. 

1  bucket,  1  trough,  4  circingles. 

1  currycomb,  1  brush,  1  shovel. 

1  broom,  1  pitch  fork,  1  sett  of  lead  bars. 

1  pot  for  hot  water,  1  seive,  1  hay  cutter. 
927  pounds  hay,  505  pounds  straw,  40  pounds  rock  salt. 
30  bushels  oats,  10  bushels  middling. 
10  bushels  brown  stuff,  G  bushels  corn. 

Philip  Sherwood,  Foreman. 
December  31,  1863. 
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Inventory  of  Property  in  possession  of  Steam  Fire  Engine  Com- 
pany No.  6,  Corner  Gay  and  Ensor  Streets, 

1  two-story  brick  house,  tower,  bell,  clock,  water  and  gas 

fixtures  complete. 
1  steam  engine,  3  hose  pipes. 

3  sections  sucking  tubes  with  screw  couplings. 
1  section  sucking  tube  with  Bliss  couplings. 

1  hand  saw,  1  hatchet,  3  hammers. 

1  copper  basket,  1  leather  bucket,  1  axe. 

1  extra  nozzle,  1  set  double  trees. 

1  vice  bench,  1  portable  forge,  3  pairs  tongs. 

2  good  files,  14  old  files,  assorted. 
1  jack  plane,  1  oil  stone. 

1  breast  drill,  2  pairs  plyers,  2  gouges. 
16  wrenches,  assorted,  8  chissels,  1  piece  chissel  steel. 

1  hatchet,  12  drills,  assorted. 

\  cord  wood,  \  ton  smiths'  coal. 
G  leather  fenders,  2  pair  tongs. 

2  galvanized  iron  fenders. 

4  lbs  gum  packing,  5  lbs  red  lead 

1  jack  screw,  1  anvil,  1  screw  driver,  4  oil  cans 
1  set  stock  and  dies,  6  taps,  1  pair  compasses. 
1  grind  stone,  1  dusting  brush. 
\  gal  machine  oil,  1  pipe  wrench. 

1  sledge  hammer,  1  hack  saw,  2  wood  chissels. 

2  crow  bars,  1  lot  gaskets. 

1  lot  cotton  waste,  1  hardy. 

5  monkey  wrenches,  1  ash  pan. 

1  gimlet,  1  seventy-foot  tape  line,  1  lot  old  iron. 
1  steam  guage  and  pipe  complete. 

HOSE    DEPARTMENT 

1  two-wheel  hose  carriage  and  crank,  in  good  order. 
1  two-wheel  hose  carriage  and  crank. 
1000  feet  2 \  inch  G  ply  gum  hose. 

135    «  3      Cf       "  " 

1270    "   3      "     leather  hose. 
100    M    small  leather  hose. 
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50  feet  hydrant  gum  hose,  2  sets  hose  breeching. 
2  tin  canteens,  70  feet  street  rope. 
2  tin  oil  cans,  5  reducing  screws. 
4  blocks  and  falls,  3  trestles. 
1  lot  planks,  1  cap  for  Bliss  coupling. 
1  cushion,  1  spool  for  greasing  hose. 

HOUSE  DEPARTMENT. 

70  yards  matting,  7  iron  bedsteads. 
14  mattrasses,  14  pillows,  21  pillow  cases. 
16  double  blankets,  9  single  blankets. 
14  sheets,  4  counterpanes. 
12  arm  chairs,  2  settees,  2  tables. 
8  Holland  curtains,  1  looking  glass. 

1  bath  tub,  1  wash  stand  with  2  basins. 

2  stoves  and  pipe,  12  spittoons. 

1  old  stove,  1  list  alarm  stations,  1  copy  ordinances. 

2  telegraph  instruments,  2  tubs,  1  list  private  signals. 
2  tin  boilers,  1  step  ladder,  1  short  ladder. 

4  Bibles  and  a  lot  of  books,  1  drop  light. 

1  window  brush,  1  dusting  brush,  1  sweeping  brush. 

1  broom,  1  watering  pot,  1  water  cooler. 

2  small  coal  shovels,  1  coal  hod. 

4  tons  coal,  15  cupboards,  1  lot  bricks. 
\  gallon  ethereal  oil  and  can,  1  piece  zinc. 
1  American  flag,  1  pad  lock,  2  small  lamps. 
1  hand  pump. 

STABLE  DEPARTMENT. 

4  horses,  1  saddle,  and  1  pad. 
1  set  single  harness  in  bad  order. 
1  set  double  harness     "  " 

4  horse  blankets  ' '  u 

1  shovel,  1  hay  fork,  1  manure  fork. 

2  currycombs,  1  broom,  1  cupboard. 

1  mane  brush,  4  halters,  5  halter  chains 

2  horse  brushes,  1  hand  brush,  1  peck  measure. 
2  buckets,  1  sponge,  oat  sieve. 
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Inventory  of  Steam  Engine  Company  No.  6. — Continued. 

1  feed  box,  \  bottle  lotion,  1  chamois  skin. 
20  bushels  oats,  2  bushels  corn,  15  bushels  mill  feed. 
4  bales  hay,  2  bales  straw,  1  whip. 
3  padlocks,  1  pair  stirrups,  3  circingles. 
1  water  trough. 

Respectfully  submitted, 

Robert  McCleary,  Foreman. 
December  31,  1863. 
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Inventory  of  Property  at  No.  7  Engine  House,  corner  Ross  and 

Eutaw  streets, 

1  two-story  brick  engine  house. 
1  engine,  1  four  wheel  hose  carriage. 
1000  feet  new  gum  hose. 
500    "     old         do 

1  portable  forge,  1  anvil,  1  vice. 

1  hardy  to  anvil,  2  pair  tongs,  1  water  cooler. 

1  cupboard,  4  oil  cans. 

1  brace  and  set  bits,  1  hand  saw,  1  hack  saw. 

1  jack  plane,  1  hatchet,  2  chissels. 

1  pair  stocks,  3  sets  dies,  4  taps. 

1  bar  steel,  2  stoves  and  pipe,  2  frames. 

4  sucking  tubes,  2  sucking  tube  wrenches. 

2  files,  2  monkey  wrenches. 

2  accommodation  screws,  4  hose  pipes,  2  axes. 
40  feet  small  hose,  1  rope,  3  towels. 

1  bucket,  1  basket  for  sucking  tube. 

1  set  double  trees,  1  washstand  and  basin. 

1  jack  screw,  1  sledge  hammer,  4  lamps. 

1  breast  drill,  1  rough  box,  1  bench. 

1  work  bench,  1  shovel. 

4  old  engine  wheels,  2  mats. 

4  window  blinds,  2  coal  hods. 

1  mahogany  table,  1  table  cover. 
10  chairs,  old  and  broken. 

1  cocoa  matting,  4  window  blinds. 

1  piece  of  zinc,  10  spittoons,  1  brush. 

1  broom,  10  mattrasses,  7  bedsteads. 
12  blankets,  2  spreads,  16  sheets. 

16  pillow  cases,  10  pillows. 

25  yards  rag  carpet,  10  yards  cocoa  matting. 

6  window  blinds,  1  alarm  apparatus. 
\\  story  brick  stable,  3  horses. 

2  sets  double  harness,  2  sets  single  harness. 
2  saddles,  3  halters,  2  brushes. 

2  currycombs,  1  mane  comb,  2  pitch  forks. 
2  buckets,  1  broom,  1  whip. 
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Inventory  of  Steam  Engine  Company  No.  7. — Continued. 

1  sieve,  1  cutting  box,  3  horse  covers. 
500  pounds  hay,  1  bale  straw,  G  bushels  straw. 
6  bushels  middlings,  25  bushels  oats. 
1  piece  sponge,  4  tons  coal,  \\  cords  wood. 

Wm.  G.  Gorsuch,  Foreman. 
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Inventory  of  Property  in  Possession  of  Hook  and  Ladder  Com- 
pany No.  1,  Harrison  Street,  near  Fayette. 

APPARATUS. 

1  truck  and  implements,  viz., 
7  ladders,  8  hooks,  and  6  axes. 

4  picks,  1  crowbar,  1  extra  tiller  bar. 
10  leather  buckets,  4  lanterns. 

2  street  ropes,  1  wall  rope. 

2  baskets  5  rubber  covers. 

3  tormentors,  2  pitchforks. 

1  small  pump,  1  brass  trumpet. 

1  engine  tender. 

FURNITURE. 

2  stoves  and  pipe. 

9  iron  bedsteads,  9  spittoons. 
10  new  mattresses,  6  old  ones.* 
10  new  pillows,  6  old  ones* 
18  pillow  cases,  19  sheets,  10  new  blankets. 

lot  of  old  bed  covering.* 
13  arm  chairs,  1  common  chair. 

6  window  curtains,*  2  looking  glasses. 

1  extension  table,  1  side  table. 

1  writing  desk,  2  bibles. 

1  coal  scuttle,  1  stove  shovel. 

Rules  of  Fire  Department  and  frame. 
List  of  telegraph  stations  and  frame. 
List  of  private  signals  and  frame. 

STABLE. 

2  horses,  1  set  of  double  harness. 

1  set  of  tender  harness,  2  pad  saddles. 

2  extra  bits,  1  bridle. 

2  horse  blankets,  2  linen  horse  covers.* 
2  horse  buckets,  2  pitch  forks1,  1  shovel. 
1  currycomb  and  brush,  1  mane  brush. 

1  straw  cutter,  3  feed  boxes. 

2  old  harness  pads,*  1  old  harness  saddle.* 
30  bushels  of  oats,  6  bushels  of  middlings. 

5  bales  of  hay,  3  bales  of  straw. 
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MISCELLANEOUS  ARTICLES. 

1  two  wheel  reel,*  lot  of  leather  hose.* 
1  step  ladder,  1  cowhide. 
1  ton  of  coal ,  1  wheel  jack. 
1  monkey  wrench,  1  screw  driver. 
23  axe  and  pick  handles,  12  hook  handles. 
Old  front  running  gear  of  truck. 
Set  of  old  wheels,  1  horse  trough. 
40  feet  of  hydrant  hose  and  pipe. 

1  small  oil  can3  1  watering  pot.* 

2  large  oil  cans,  1  gallon  ethereal  oil. 
1  bottle  olive  oil,  10  towels. 

1  gas  shade,  1  large  brass  gong.  • 

1  dusting  brush,  1  window  brush,  1  broom. 
1  old  lantern,*  I  dozen  straps,  lot  of  washers. 
1  chamoise  skin,  1  United  States  flag. 

Those  marked  thus  *  are  in  bad  order. 

Kespectfully  submitted, 

William  A.  Megraw,  Foreman. 


December  31,  18G3. 
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Inventory  of  Property  in  Possession  of  Hook  and  Ladder  Co, 
No.  2,  Paca  Street,  near  Fayette. 

APPARATUS,  kQ. 

1  truck,  with  fixtures  complete. 

7  ladders,  45,  40,  35,  28,  20  feet. 

2  ladders,  1G  feet  each. 

12  hooks,  4  axes,  4  picks,  6  buckets. 
4  lanterns,  2  baskets,  2  crowbars. 
2  street  ropes,  1  wall  rope  with  grapnell. 

2  single  blocks  and  ropes. 

3  ladder  braces,  4  hay  forks. 


6  gum  covers. 


STABLE   DEPARTMENT. 


2  horses,  in  good  condition. 

1  set  double  harness. 

2  pad  saddles,  3  halters  and  chains. 

2  buckets,  1  wheelbarrow. 

1  foot  tub,  1  shovel,  1  pitchfork. 

1  broom,  1  seive,  1  curry  comb. 

1  horse  brush,  1  mane  brush,  1  pair  shears, 

1  chamois  skin,  1  sponge,  1  tin  basin,  1  boiler 

1  double  fall,  2  blankets,  2  summer  covers. 

5  bushels  bran,  5  bushels  middlings. 

10  bushels  oats,  GOO  lbs  hay. 

FURNITURE,  &C. 

1  lot  matting,  1  lot  rag  carpeting. 

3  settees,  12  chairs,  1  table. 

G  new  mattresses,  6  old  mattresses. 

11  pillows,  11  blankets,  12  cotton  spreads. 

12  pillow  cases,  11  sheets. 

2  towels,  4  spittoons,  1  looking  glass. 

1  iron  wash-stand,  2  sets  closets. 

2  book  cases. 

MISCELLANEOUS  ARTICLES. 

1  fire  alarm  bell,  (struck  by  telegraph). 
1  stove  and  pipe,  1  coal  bucket. 
1  watering  pot,  1  sheet  iron  fender. 
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1  stove  shovel,  1  sweeping  brush,  1  broom. 
1  dust  brush,  1  brass  horn. 
50  feet  old  hose,  1  pipe. 
1  jack,  1  monkey  wrench,  1  cap  wrench. 
1  nut  wrench  for  axles. 

1  alarm  gong,  1  ordinance  and  frame. 

2  telegraphic  signal  cards  and  frames. 

1  extra  bridle  bit,  2  extra  swingle  trees. 

2  oil  cans,  1  oil  feeder. 

1  gallon  ethereal  oil,  1  pint  sperm  oil. 

1  oil  stone,  1  saw,  1  hatchet. 

1  jack  plane,  1  drawing  knife. 

1  set  old  wheels,  1  small  lot  old  iron. 

1  axe,  1  pick,  1  lot  extra  hook  handles. 

1  ton  coal,  1  national  flag  and  pole. 

George  H.  Houck,  Foreman. 
December  31,  1863. 
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AN    ORDINANCE 

TO    ESTABLISH   A 

PAID    FIRE    DEPARTMENT 

FOR  THE  CITY  OF  BALTIMORE. 


Section  1.  Be  it  enacted  and  ordained,  by  the  Mayor  and  City 
Council  of  Baltimore,  That  immediately  upon  the  passage  of 
this  ordinance,  there  shall  be  appointed,  as  city  officers  are  ap- 
pointed, five  persons  of  good  character  and  standing,  who  shall 
be  styled  the  "Fire  Commissioners  of  the  City  of  Baltimore," 
who  shall  draw  for  the  term  of  their  respective  office,  say,  one 
for  the  term  of  five  years,  one  for  the  term  of  four  years,  one 
for  the  term  of  three  years,  one  for  the  term  of  two  years,  one 
for  the  term  of  one  year,  and  annually  thereafter  in  the  month 
of  February,  there  shall  be  appointed  in  the  same  manner,  one 
person  of  like  character,  to  serve  for  the  term  of  Rye  years. 

Section  2.  And  be  it  enacted  and  ordained,  That  in  the  event 
of  a  refusal  or  neglect  to  perform  the  duties  of  their  office,  on 
the  part  of  any  one  or  more  of  said  Commissioners,  the  Mayor 
being  duly  certified  thereof  by  any  one  of  the  said  Commis- 
sioners, shall  fill  such  offices  by  new  appointments  to  serve  the 
full  term  of  those  refusing  or  neglecting  to  serve,  or  in  the 
event  of  a  vacancy  occurring  from  any  cause,  the  Mayor  shall 
fill  such  vacancy  by  new  appointment,  and  at  the  first  session 
of  the  City  Council  thereafter,  if  the  Council  be  not  in  session, 
submit  such  appointment  to  the  City  Council  for  its  confirmation. 

Section  3.  And  be  it  enacted  and  ordained,  That  the  said 
Fire  Commissioners  shall  appoint  a  clerk,  who  by  virtue  of  his 
office,  shall  be  a  member  of  the  Fire  Department  constituted 
by  this  ordinance,  and  who  shall  receive  a  salary  of  seven  hun- 
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died  dollars  per  annum,  but  shall  not  be  entitled  to  any  other 
pay  under  any  of  the  provisions  of  this  ordinance.  Said  clerk 
shall  also  perform  the  duties  of  a  clerk  to  the  chief  engineer  ; 
and  the  Fire  Commissioners  shall  be  authorized  to  fit  up  an 
office  for  their  use,  which  shall  be  centrally  located,  the  cost  of 
which,  together  with  the  rent  and  necessary  stationery,  shall 
be  paid  by  the  city,  and  the  Commissioners  shall  be  further  au- 
thorized to  receive  the  names  of  as  many  persons  as  they  may 
think  proper  as  honorary  members,  said  honorary  members 
paying  the  annual  sum  of  ~B.ve  dollars. 

Section  4.  And  be  it  enacted  and  ordained,  That  the  Fire 
Commissioners  shall  have  power  to  appoint  the  requisite  num- 
ber of  persons  to  perform  the  duties  of  their  several  positions 
set  forth  in  this  bill,  the  chief  engineer  excepted,  who  shall 
hold  their  places  during  good  behavior,  to  suspend  or  expel  any 
member  of  any  company,  and  to  disband  or  reorganize  any 
company,  and  they  shall  also  adopt  a  suitable  uniform  to  be 
worn  by  the  officers  and  men  ;  and  generally  the  said  Fire 
Commissioners  shall  adopt  such  rules  and  regulations  for  their 
own  government,  and  of  the  Fire  Department,  as  they  shall 
deem  expedient  for  the  interests  of  said  Department,  provided 
such  rules  and  regulations  are  not  inconsistent  with  the  laws  of 
the  State  of  Maryland,  or  the  ordinances  of  the  City  of  Balti- 
more ;  they  shall  keep  a  record  of  all  their  proceedings,  subject 
to  the  inspection  of  the  Mayor  and  City  Council,  or  either 
Branch  thereof ;  the  Fire  Commissioners,  moreover,  shall  define 
the  duties  of  their  clerk. 

Section  5.  And  be  it  enacted  and  ordained,  That  the  Fire 
Department  shall  consist  of  a  chief  engineer,  two  assistant  en- 
gineers, one  of  whom  shall  reside  in  the  first  and  the  other  in 
the  second  district  named  in  the  ordinance  ;  one  Fire  Inspector, 
who  shall  be  appointed  and  paid  pursuant  to  existing  ordinances  ; 
six  steam  fire  engine  companies,  to  consist  each  of  one  foreman, 
one  cngineman,  one  fireman,  one  hostler  and  nine  extra  men  ; 
two  hook  and  ladder  companies,  to  consist  each  of  one  foreman, 
one  hostler,  and  fourteen  extra  men. 

Section  G.  And  be  it  enacted  and  ordained,  That  the  steam 
engine  companies  shall  each  have  one  steam  engine,  one  hose 
reel,  three  horses,  and  one  thousand  feet  of  hose. 
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Section  7.  And  be  it  enacted  and  ordained.  That  the  hook 
and  ladder  companies  shall  each  have  one  truck,  with  all  the 
hooks,  ladders,  &c,  and  two  horses. 

Section  8.  And  be  it  enacted  and  ordained,  That  the  salaries 
of  the  officers  and  men  comprising  this  Department,  shall  con- 
sist of  the  following  sums  per  annum,  payable  monthly  ;  the 
chief  engineer  shall  receive  twelve  hundred  dollars  ;  two  assis- 
tant engineers,  each  six  hundred  dollars  ;  the  foreman  of  each 
company,  three  hundred  dollars  ;  the  engineman,  seven  hun- 
dred and  twenty  dollars  ;  the  fireman,  four  hundred  and  seven- 
ty-five dollars  ;  hostlers,  four  hundred  dollars  ;  and  the  extra 
men,  two  hundred  dollars  ;  and  the  paid  members  of  the  De- 
partment, except  the  extra  men  and  foreman,  shall  give  their 
undivided  attention  to  their  respective  duties. 

Section  9.  And  be  it  enacted  and  ordained,  That  the  steam 
fire  engine  and  hook  and  ladder  companies,  shall  be  located  at 
such  points  as  the  Commissioners  shall  designate. 

Section  10.  And  be  it  enacted  and  ordained,  That  the  chief 
engineer  shall  be  appointed  as  other  city  officers  are  appointed, 
and  shall  continue  in  office  during  five  years.  He  may  be  sus- 
pended for  inattention  or  neglect  of  duty  by  a  majority  of  the 
Fire  Commissioners,  with  the  approbation  of  the  Mayor. 

Section  11.  And  be  it  enacted  and  ordained,  That  the  Fire 
Commissioners,  together  with  the  chief  engineer,  shall  form  a 
Board  of  Control,  and  shall  be  responsible  for  the  discipline, 
good  order  and  proper  conduct  of  the  whole  department,  both 
officers  and  men,  and  for  the  care  of  the  houses,  engines,  hose 
reels  and  other  furniture  and  apparatus  thereto  belonging  ;  they 
shall  have  superintendence  and  control  of  all  the  engine  and 
other  houses  used  for  the  purposes  of  the  Fire  Department,  and 
all  the  furniture  and  apparatus  thereto  belonging. 

Section  12.  And  be  it  enacted  and  ordained,  That  it  shall  be 
the  duty  of  the  Chief  Engineer,  and  his  assistants,  whenever  a 
fire  shall  break  out  in  the  city,  to  immediately  repair  to  the 
place  of  such  fire,  and  to  take  proper  measures  that  the  several 
engines  and  other  apparatus  be  arranged  in  the  most  advantage- 
ous situations. 

Section  13.  And  be  it  enacted  and  ordained,  That  the  Chief 
Engineer  shall  have  the  sole  command  at  fires  over  all  other 
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officers,  all  members  of  the  fire  department,  and  all  other  per- 
sons who  may  be  present  at  fires,  and  shall  take  all  proper 
measures  for  the  extinguishment  of  fires,  and  further  protec- 
tion of  property,  preservation  of  order,  and  observance  of  laws 
of  the  State,  ordinances  of  the  city,  and  regulations  of  the  Fire 
Commissioners,  respecting  fires;  and  it  shall  be  the  duty  of 
said  engineer  to  examine  into  the  condition  of  the  engines  and 
all  other  fire  apparatus,  and  of  the  engine  and  other  houses  be- 
longing to  the  city,  used  for  the  purposes  of  the  fire  depart- 
ment, and  the  companies  attached,  as  often  as  circumstances 
may  render  it  expedient,  or  whenever  directed  to  do  so  by  the 
City  Council  or  Fire  Commissioners,  and  annually  to  report  the 
same  to  the  Mayor  and  City  Council  of  Baltimore,  also,  to  cause 
a  full  description  of  the  same,  together  with  the  names  of  the 
officers  and  members  of  the  fire  department,  to  be  published 
annually  in  two  of  the  daily  city  papers,  to  be  selected  by  him, 
twice  a  week  for  two  consecutive  weeks,  and,  whenever  the  en- 
gines or  other  fire  apparatus,  engine  or  other  houses  used  by 
the  Fire  Department,  require  alteration,  additions  or  repairs, 
the  Chief  Engineer  shall  cause  the  same  to  be  made,  provided 
such  repairs,  &c,  shall  not  exceed  in  any  instance  the  sum  of 
twenty  dollars,  if  it  exceed  that  sum,  the  assent  for  the  same  of 
a  majority  of  the  Fire  Commissioners  must  be  obtained,  and  it 
shall  be  moreover  the  duty  of  the  said  Chief  Engineer,  to  re- 
ceive and  transmit  to  the  said  Fire  Commissioners,  for  the  use 
of  the  Council,  all  the  returns  of  the  officers,  members  and  fire 
apparatus,  made  by  the  respective  companies  as  hereafter  pre- 
scribed, and  all  other  communications  relating  to  the  affairs  of 
the  fire  department,  to  keep  fair  and  exact  rolls  of  the  respec- 
tive companies,  specifying  the  time  of  admission  and  discharge 
and  age  of  each  member,  which  he  shall  report  in  writing  to 
said  Fire  Commissioners,  who  shall  safely  file  such  reports. 

Section  14.  And  be  it  enacted  and  ordained,  That  in  case  of 
the  absence  of  the  Chief  Engineer,  the  assistant  engineer  in 
whose  district  the  fire  may  occur,  shall  exercise  the  duties  of 
this  office,  with  the  full  power  of  the  Chief  Engineer. 

Section  15.  And  be  it  enacted  and  ordained,  That  the  city 
shall  be  divided  into  two  fire  districts,  the  first  comprising  all 
that  part  of  the  city  lying  west  of  Calvert  street ;  the  second 
district,  all  that  part  of  the  city  lying  cast  of  the  same. 
6 
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Section  16.  And  be  it  enacted  and  ordained,  That  immediately 
on  the  appointment  and  organization  of  the  Fire  Commission 
herein  provided  for,  it  shall  be  their  duty  to  prepare  rules  and 
regulations  for  the  government  of  the  fire  companies  and  the 
members  thereof,  and  to  furnish,  each  member  of  the  fire  depart- 
ment with  a  copy  of  said  rules,  and  to  have  said  rules  posted 
conspicuously  in  the  office  of  the  department,  and  in  and  about 
the  several  engine  houses  belonging  to  the  department,  and  to 
give  notice  that  they  are  prepared  to  receive  applications  for 
membership  in  the  City  Fire  Department,  and  that  they  are 
also  ready  to  receive  proposals  for  the  sale  to  the  city  of  such 
fire  apparatus  as  the  city  may  require. 

Section  17.  And  be  it  enacted  and  ordained,  That  the  Kegis- 
ter  be  and  he  is  hereby  authorized  and  directed  to  pay  to  the 
order  of  the  Fire  Commissioners  the  sum  of  forty  thousand  dol- 
lars for  the  purchase  of  fire  apparatus  as  described  in  Section 
5  of  this  ordinance,  for  the  use  of  the  Fire  Department. 

Section  18.  And  be  it  enacted  and  ordained,  That  should  any 
person  or  persons,  not  a  member  of  the  City  Fire  Department, 
use  the  uniform  determined  upon  by  the  Fire  Commissioners, 
or  any  part  thereof,  such  person  or  persons  shall  each  be  fined 
not  less  than  five  dollars  nor  more  than  twenty  dollars  for  each 
and  every  offence,  to  be  recovered  as  other  city  fines  are  recov- 
ered ;  one  half  to  the  use  of  the  informer,  the  other  half  to  the 
use  of  the  city. 

Section  19.  And  be  it  enacted  and  ordained,  That  should  any 
person  or  persons,  injure,  deface,  or  in  any  manner  destroy  any 
city  fire  apparatus,  or  should  any  person  or  persons  hinder  or 
obstruct  any  city  fire  company  or  hook  and  ladder  company  or 
any  member  thereof  from  freely  passing  along  the  streets  of  the 
city  to  or  from  a  fire,  or  in  any  manner  hinder  or  prevent  any 
of  the  said  fire  companies  or  any  member  of  the  same,  from  op- 
erating at  any  fire,  each  and  every  person  or  persons  so  hinder- 
ing, obstructing,  or  preventing,  shall  be  fined  not  less  than  five 
dollars  nor  more  than  twenty  dollars,  to  be  recovered  as  other 
city  fines  are  recovered,  one-half  to  the  informer,  the  other  half 
to  the  city. 

Section  20.  And  be  it  enacted  and  ordained,  That  in  the 
event  of  the  establishment  of  a  Police  and  Fire  Alarm  Tele- 
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graph,  it  shall  be  the  duty  of  the  members  of  the  Police  depart- 
ment, in  the  district  in  which  the  fire  may  occur,  to  communi- 
cate the  fact  to  the  Central  Station,  by  means  of  the  signal  box 
in  the  district  in  which  the  fire  may  be,  in  accordance  with  the 
rules  and  regulations  governing  the  signal  boxes,  and  it  shall  be 
the  duty  of  the  police,  in  the  night  time,  on  the  occurrence  of  a 
fire,  to  give  further  notice  thereof,  within  their  respective  dis- 
tricts, by  springing  their  rattles  and  crying  fire,  and  if  practi- 
cable the  number  of  the  signal  box  from  which  the  alarm  pro- 
ceeded ;  and  when  a  police  officer  has  an  alarm  bell  in  his  dis- 
trict, it  shall  be  his  duty  to  ring  the  same  by  striking  the  loca- 
tion as  indicated  by  the  Fire  Alarm  Telegraph. 

Section  21.  And  be  it  enacted  and  ordained,  That  it  shall  be 
the  duty  of  the  Fire  Commissioners  to  erect  a  suitable  shop  or 
shops,  in  such  locality  as  they  may  deem  best  suited  for  the 
same,  for  repairing  apparatus,  and  that  six  engineers  be  re- 
quired to  do  whatever  repairing,  &c,  that  may  from  time  to 
time  be  required  by  said  Commissioners. 

Section  22.  And  be  it  enacted  and  ordained,  That  the  Chief 
Engineer  and  his  assistants  be  authorized  to  exercise  the  powers 
of  police  officers  in  going  to,  while  at,  and  returning  from  any 
fire  that  may  occur,  or  alarm. 

Section  23.  And  be  it  enacted  and  ordained,  That  this  ordi- 
nance shall  take  effect  immediately  on  and  after  its  passage. 

Section  24.  And  be  it  enacted  and  ordained,  That  all  ordi- 
nances or  parts  of  ordinances  inconsistent  with  this  ordinance 
be  and  the  same  are  hereby  repealed. 

Thomas  Swann,  Mayor. 
Approved,  Dec.  10,  1858. 


44  REPORT   OF   THE 


SUPPLEMENTARY    OPvDINANOES. 


An  ordinance  to  fix  and  establish  a  Standard  Screw  for  the 
City  Paid  Steam  Fire  Department. 

Section  1.  Be  it  enacted  and  ordained,  by  the  Mayor  and  City 
Council  of  Baltimore,  That  the  standard  screw  of  the  suction 
tubes  of  the  steam  fire  engines,  and  the  large  openings  in  the 
steam  fire  plugs  shall  be  live  and  one-half  inches  in  diameter, 
with  five  threads  to  the  inch,  and  the  standard  screw  for  the 
hose  shall  be  three  inches  in  diameter,  with  seven  threads  to 
the  inch. 

Section  2.  Be  it  enacted  and  ordained,  That  the  Water  Engi- 
neer be  and  is  hereby  directed  to  cause  the  screws  of  all  fire 
plugs  hereafter  inserted  by  him,  to  conform  to  the  first  section 
of  this  ordinance. 

Thomas  Swann,  Mayor. 

Approved  March  23,  1859. 
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An  Ordinance  Supplementary  to  an  Ordinance  entitled  ilAn 
Ordinance  to  establish  a  Paid  Fire  Department  for  the  City  of 
Baltimore/ '  approved  December  10th,  1858. 

Section  1.  Be  it  enacted  and  ordained,  by  the  Mayor  and  City 
Council  of  Baltimore,  That  the  Paid  Fire  Department  created 
by  the  ordinance  to  which  this  is  a  supplement,  shall  consist 
of  seven  steam  engines,,  and  two  hook  and  ladder  companies. 

Section  2.  And  be  it  enacted  and  ordained,  That  there  shall 
be  seven  steam  engines  and  seven  tenders,  seven  hose  reels  with 
the  complement  of  hose  for  seven  companies,  instead  of  six,  as 
heretofore  provided  for. 

Section  3.  And  be  it  enacted  and  ordained,  That  there  shall 
be  appointed  in  the  manner  heretofore  provided  for,  one  fore- 
man, one  engineer,  one  fireman,  one  hostler,  and  nine  extra 
men  for  the  additional  company  created  by  this  ordinance. 

Section  4.  And  be  it  enacted  and  ordained,  That  the  extra 
men  attached  to  each  of  the  engine  companies  created  by  this 
ordinance  shall  not  exceed  nine  persons,  and  the  Board  of  Fire 
Commissioners  be  and  they  are  hereby  authorized  to  reduce  the 
number  at  any  time,  if  in  their  judgment  the  efficiency  of  the 
department  and  the  safety  of  the  property  of  the  city  will  jus- 
tify it. 

Section  5.  And  be  it  enacted  and  ordained,  That  the  number 
of  extra  men  to  each  of  the  hook  and  ladder  companies  shall 
not  exceed  fourteen  persons,  and  the  Board  of  Fire  Commis- 
sioners be  and  they  are  hereby  authorized  to  reduce  the  number 
at  any  time,  if  in  their  judgment  the  efficiency  of  the  depart- 
ment and  the  safety  of  the  city  will  justify  it. 

Section  G.  And  be  it  enacted  and  ordained,  That  there  shall 
be  attached  to  each  of  the  seven  steam  engine  companies 
created  by  this  ordinance,  four  horses  at  the  discretion  of  the 
Board  of  Fire  Commissioners,  the  application  of  which  shall  be 
controlled  by  the  foreman  of  each  of  the  several  companies,  in 
such  manner  as  his  judgment  may  dictate  for  the  use  of  the 
company's  apparatus. 

Section  7.  And  be  it  enacted  and  ordained,  That  the  foreman 
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of  eacli  of  the  companies  of  the  department  shall  be  and  he  is 
hereby  vested  with  full  police  authority  while  going  to,  while 
at,  and  while  returning  from  fires  or  alarms  of  fires. 

Section  8.  And  be  it  enacted  and  ordained,  That  the  Chief 
Engineer  of  the  Paid  Fire  Department  of  the  city  of  Baltimore 
shall  have  the  use  and  control  of  any  and  all  fire  plugs  belong- 
ing to  the  city  of  Baltimore,  on  the  occurrence  of  fires. 

Section  9.  And  be  it  enacted  and  ordained,  That  the  Board 
of  Fire  Commissioners  be  and  they  are  hereby  authorized  to 
draw  on  the  Register  of  the  city  for  such  amounts  of  money  as 
may  be  necessary  for  the  purchase  of  apparatus  provided  for  in 
this  ordinance. 

Section  10.  And  be  it  enacted  and  ordained,  That  all  ordi- 
nances or  parts  of  ordinances  inconsistent  with  the  provisions 
of  this  ordinance,  be  and  the  same  are  hereby  repealed. 

Thomas  Swann,  Mayor. 
Approved  March  30th,  1859. 
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An  Ordinance  Supplementary  to  an  Ordinance  entitled  "An 
Ordinance  to  provide  for  the  care  and  management  of  the 
Police  and  Fire  Alarm  Telegraph  and  for  the  protection  of  the 
same,  approved  June  24th,  1859. 

Section  1.  Be  it  enacted  and  ordained,  by  the  Mayor  and 
City  Council  of  Baltimore,  That  should  any  person  or  persons 
knowingly  give  or  cause  to  he  given  any  false  alarm  of  fire  hy 
means  of  the  telegraph  boxes  connected  with  the  Police  and 
Fire  Alarm  Telegraph,  he,  she,  or  they,  shall  be  subject  to  a 
fine  of  not  less  than  one  hundred  dollars,  to  be  recovered  as 
other  fines  are  recoverable. 

Section  2.  And  be  it  enacted  and  ordained,  That  authority 
is  hereby  given  to  the  Chief  Engiueer  of  the  Fire  Department, 
in  his  discretion,  and  with  the  approbation  of  the  Mayor,  to 
offer  a  reward  of  one  hundred  dollars  or  less,  for  the  apprehen- 
sion and  conviction  of  any  person  or  persons  who  shall  know- 
ingly give  or  cause  to  be  given  any  false  alarm  of  fire,  by 
means  of  the  Telegraph  Boxes  connected  with  the  Police  and 
Fire  Alarm  Telegraph. 

Section  3.  And  be  it  enacted  and  ordained,  That  should  any 
person  or  persons  make  or  cause  to  be  made  any  key  or  keys  of 
any  Fire  Engine  or  Truck  House,  or  Fire  Alarm  Telegraph 
Box,  or  use  or  cause  to  be  used  the  same,  except  the  Mayor, 
Fire  Commissioners  and  Chief  Engineer,  without  the  consent 
of  the  proper  authority,  he,  she,  or  they,  shall  be  subject  to  a 
fine  of  not  less  than  one  hundred  dollars  and  not  more  than 
two  hundred  dollars,  to  be  recovered  as  other  fines  are  re- 
coverable. 

Geo.  Wm.  Brown,  Mayor. 

Approved  April  18th,  1861. 
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An  Ordinance  Supplementary  to  an  Ordinance  entitled  (i  An 
Ordinance  to  establish  a  Paid  Fire  Department  for  the  city  of 
Baltimore,"  approved  December  10th,  1858. 

Section  1.   Be  it  enacted  and  ordained,  by  the  Mayor  and 
City  Council  of  Baltimore,  That  the  Chief  Engineer  shall  have 
the  sole  command  at  fires,  over  all  other  officers,  all  members 
of  the  Fire  Department,  and  all  other  persons  who  may  be 
present  at  fires,  and  shall  take  all  proper  measures  for  the  ex- 
tinguishment of  fires,  and  for  the  protection  of  property,  pre- 
servation of  order,  and  observance  of  laws  of  the  State,  ordi- 
nances of  the  city,  and  regulations  of  the  Fire  Commissioners 
respecting  fires  ;  and  it  shall  be  the  duty  of  said  engineer  to 
examine  into  the  condition  of  the  engines  and  all   other  fire 
apparatus,  and  of  the  engine  and  other  houses  belonging  to  the 
city,  used  for  the  purposes  of  the  Fire   Department  and  the 
companies  attached,  as  often  as  circumstances  may  render   it 
expedient,  or  whenever  directed  to  do  so  by  the  City  Council 
or  Fire  Commissioners,  and  annually  to  report  the  same  to  the 
Mayor  and  City  Council  of  Baltimore,  and  whenever  the  en- 
gines or  other  fire  apparatus,  engine  or  other  houses  used  by 
the  Fire  Department  require  alteration,  additions   or  repairs, 
the  Chief  Engineer  shall  report  the  same  to  the  Board  of  Con- 
trol, and  on  their  order,  such  alterations,  additions  or  repairs 
shall  be  made  ;  and  it  shall  be,  moreover,  the  duty  of  the  said 
Chief  Engineer  to  receive  and  transmit  to  the  said  Fire  Com- 
missioners, for  the  use  of  the  Council,  all  the  returns  of  the 
officers,  members  and  fire  apparatus,  made  by  the  respective 
companies,  as  hereinafter  prescribed,  and  all  other  communica- 
tions relating  to  the  affairs  of  the  Fire  Department ;  to  keep 
fair  and  exact  rolls  of  the  respective  companies,  specifying  the 
time  of  admission  and  discharge,  and  age  of  eacli   member, 
which  he  shall   report  in  writing   to  said   Fire  Commissioners, 
who  shall  safely  file  such  reports. 

Section  2.  And  be  it  enacted  and  ordained,  That  the  said 
Fire  Commissioners  shall  appoint  a  clerk,  who,  by  virtue  of  his 
office,  shall  be  a  member  of  the  Fire  Department  constituted 
by  the  ordinance,  and  who  shall  receive  a  salary  of  eight  hun- 
dred dollars  per  annum,  but  shall  not  be  entitled  to  any  other 
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pay  under  any  of  the  provisions  of  this  ordinance ;  said  clerk 
shall  also  perform  the  duties  of  a  clerk  to  the  Chief  Engineer, 
and  the  Fire  Commissioners  shall  be  authorized  to  fit  up  an 
office  for  their  use,  which  shall  be  centrally  located,  the  cost  of 
which,  together  with  the  rent  and  necessary  stationery,  shall 
be  paid  by  the  city,  and  the  Commissioners  shall  be  further 
authorized  to  receive  the  names  of  as  many  persons  as  they 
may  think  proper  as  honorary  members. 

Section  3.  And  be  it  enacted  aDd  ordained,  That  sections 
three  and  thirteen  of  the  ordinance  of  which  this  is  a  supple- 
ment, approved  December  10th,  1858,  be  and  the  same  are 
hereby  repealed. 

Approved  April  18th,  1862. 

John  Lee  Chapman, 

Ex-officio  Mayor. 


A  supplement  to  an  Ordinance  entitled  uAn  Ordinance  to  estab- 
lish a  Paid  Fire  Department  for  the  City  of  Baltimore,"  ap- 
proved December  10,  1858. 

Section  1.  Be  it  enacted  and  ordained,  by  the  Mayor  and 
City  Council  of  Baltimore,  That  from  and  after  the  first  day  of 
March,  1863,  the  salary  of  each  of  the  Assistant  Engineers 
shall  be  eight  hundred  dollars  per  annum,  payable  monthly. 

Section  2.  And  be  it  enacted  and  ordained,  That  so  much  of 
the  ordinance  to  which  this  is  a  supplement  as  is  inconsistent 
with  this,  be  and  the  same  is  hereby  repealed. 

Approved  April  8th,  1863. 

John  Lee  Chapman,  Mayor. 
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RULES  AND  REGULATIONS 


FOR     THE     GOVERNMEMT    OF 

THE  BALTIMORE  CITY  FIRE  DEPARTMENT. 


All  the  companies  composing  the  department  shall  be  fur- 
nished with  a  copy  of  the  ordinance  creating  the  department, 
and  the  rules  and  regulations  of  the  Board  of  Fire  Commis- 
sioners ;  and  it  shall  be  the  duty  of  the  officers  and  members  to 
conform  to  all  duties  herein  required,  and  all  orders  of  the 
Chief  Engineer  Each  company  shall  be  designated  by  num- 
bers. 

CHIEF   ENGINEER. 

The  Chief  Engineer  shall  perform  all  such  duties  as  are  pre- 
scribed in  the  ordinance  creating  this  department,  entitled 
"  An  ordinance  to  establish  a  Paid  Fire  Department  for  the 
City  of  Baltimore." 

ASSISTANT   ENGINEERS. 

It  shall  be  the  duty  of  each  assistant  engineer  to  visit,  at 
least  once  a  day,  the  several  engine  and  truck  houses  in  the 
district  for  which  he  was  appointed  ;  see  whether  any  repairs, 
&c.j  are  necessary,  and  daily  report  the  result  of  his  examina- 
tion to  the  Chief  Engineer.  He  shall  sec  that  the  houses, 
machinery,  and  horses,  are  in  good  order,  and  proper  discipline 
kept.  It  shall  be  the  duty  of  the  said  assistant  engineers, 
whenever  a  fire  shall  occur  in  the  city,  to  repair  immediately  to 
the  place  of  such  fire,  and  carry  with  them  a  suitable  badge  of 
their  office,  and  report  to  the  Chief  Engineer,  and  take  proper 
measures,  under  his  direction,  that  the  several  engines  and 


FIRE   COMMISSIONERS.  51 

other  apparatus  shall  be  arranged  in  the  most  advantageous 
situations,  and  only  used  for  the  effectual  extinguishment  of 
fires,  and  to  call  for  assistance,  if  need  be,  from  all  persons 
present,  as  well  as  members  of  the  department.  It  shall  also 
be  their  duty  to  cause  order  to  be  preserved  in  going  to,  work- 
ing at,  or  returning  from  fires,  and  at  all  other  times  when 
companies  attached  to  the  department  are  on  duty.  In  case  of 
the  absence  of  the  Chief  Engineer,  the  assistant  engineer  in 
whose  district  the  fire  may  occur,  shall  exercise  the  duties  of 
this  office  with  full  power,  but  in  the  absence  of  the  Chief  and 
assistants,  the  foreman  of  the  company  in  whose  district  the 
fire  may  be,  shall  have  command  until  the  arrival  of  the  Chief 
or  assistant  engineers,  and  for  which  purpose  the  city  shall  be 
divided  into  as  many  districts  as  there  are  companies.  They 
shall  also  perform  such  other  duties  as  the  Board  may  from 
time  to  time  prescribe. 

FOREMEN. 

It  shall  be  the  duty  of  the  foremen  to  see  that  the  several 
engines,  apparatus  and  horses  committed  to  their  caie,  and 
the  several  buildings  in  which  the  same  are  deposited,  and  all 
things  in  and  belonging  to  the  same,  are  kept  neat  and  clean, 
and  in  order  for  immediate  use.  It  shall  also  be  their  duty  to 
preserve  order  and  discipline  in  their  respective  companies, 
especially  whilst  going  to,  in  service  at,  or  returning  from 
fires,  and  require  and  enforce  a  strict  compliance  with  the  city 
ordinances  and  the  rules  and  regulations  of  the  Board  of  Con- 
trol. They  shall  also  keep,  or  cause  to  be  kept,  fair  and  exact 
rolls,  specifying  the  age,  time  of  admission,  and  discharge  of 
each  member,  and  accounts  of  all  the  city  property  entrusted  to 
the  care  of  the  several  members,  and  of  all  absence  or  tardiness 
of  the  same,  in  a  book  provided  for  that  purpose  by  the  city; 
which  roll  or  record  books  are  always  to  be  subject  to  the  order 
of  the  Board  of  Control.  They  shall  also  make,  or  cause  to  be 
made,  to  the  Chief  Engineer,  true  and  accurate  returns  of  all 
the  members,  with  their  ages,  residence  and  occupation;  also 
the  condition  of  the  apparatus  and  other  property  entrusted  to 
their  care,  once  a  month  or  oftener,  if  called  upon  so  to  do. 

The  foreman,  or  commanding  officer  of  each  company,  shall 
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remain  with  the  company  or  apparatus  of  which  he  has  charge, 
preserve  order  and  direct  the  operations  of  the  same;  and  all 
members  of  the  several  companies,  except  when  otherwise  en- 
gaged on  special  duty,  shall  remain  at  or  about  the  apparatus 
to  which  they  are  attached. 

ENGINEMEN. 

It  shall  be  the  duty  of  the  engineman  of  each  company,  to 
be  at  all  times  present  at  the  engine  house,  except  when  absent 
therefrom  on  duty;  he  shall  have  his  engine  ready  for  service  at 
all  times.  He  shall  accompany  his  engine  to  all  fires  or  alarms, 
and  discharge  the  duties  appertaining  to  his  position,  as  direct- 
ed by  the  foreman  of  his  company,  or  his  superior  officer;  and 
he  shall  be  required  to  do  all  the  repairing  as  prescribed  by  the 
ordinance  creating  this  department. 

HOSTLERS. 

The  hostlers  shall  have  charge  and  due  care  of  the  horses  of 
their  respective  companies  while  at  the  engine  or  truck  house, 
going  to  a  fire,  whilst  there  or  returning  to  the  house,  and 
shall  have  them  at  all  times  ready  for  immediate  service.  They 
shall  report  to,  and  otherwise  execute  the  directions  of  the  fore- 
man, and  shall  be  on  duty  at  the  engine,  or  truck  house,  at  all 
times,  except  during  fires;  and  whilst  practising  horses  shall 
not  go  farther  from  the  house  than  directed  by  the  foreman. 

FIREMEN. 

Each  fireman  shall  be  on  duty  at  his  respective  engine  house 
at  all  times  except  during  fires,  and  shall  discharge  all  the 
duties  appertaining  to  his  position  during  the  time  the  appara- 
tus is  in  service.  It  shall  always  be  his  duty  to  keep  his  engine 
house,  hose  carriage  and  hose  in  a  proper  and  cleanly  condition, 
and  shall  be  subject  in  all  things  to  the  direction  of  the  fore- 
man He  shall  also  drive  the  hose  carriage  going  to  and  re- 
turning from  a  fire. 

TILLER    MEN. 

The  tiller  men,  in  addition  to  their  duties  as  extra  men  of  the 
Truck  Companies,  shall  have  charge  of  the  apparatus  and 
houses  of  their  respective  companies. 
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EXTRA    MEN. 

It  shall  be  the  duty  of  each  extra  man,  immediately  upon  an 
alarm  of  fire,  to  repair  to  the  locality  of  said  fire,  report  him- 
self to  the  foreman  of  his  company,  and  perform  such  duties  as 
may  be  required  of  him  by  his  superior  officers. 

Persons  to  be  eligible  to  membership  in  the  department, 
must  be  over  the  age  of  21  years  and  residents  of  the  city  of 
Baltimore. 

All  persons  connected  with  the  department  shall  be  required 
to  attend  all  fires  or  alarms  of  fires  promptly  and  regularly,  or 
be  subject  to  dismissal. 

No  spirituous  or  malt  liquors  shall  be  allowed  in  any  engine 
or  other  house  belonging  to  the  department,  or  at  any  alarm  of 
fire,  and  any  member  seen  intoxicated  about  any  engine  house, 
or  other  house  used  by  the  department,  at  any  fire  or  alarm  of 
fire,  shall  be  subject  to  dismissal. 

Any  officer  or  member  of  the  department  who  shall  willfully 
neglect  or  refuse  to  perform  his  duty,  or  shall  be  guilty  of  dis- 
obedience to  his  superior  officer  or  officers,  shall  for  such  offence 
be  suspended  from  the  department;  and  any  officer  or  member 
who  shall  offend  against  any  ordinance  of  the  city  relating  to 
the  fire  department,  (the  same  to  be  determined  by  the  Board 
of  Control,)  shall,  in  addition  to  the  liability  of  suspension  by 
the  Chief  Engineer,  be  also  liable  to  a  penalty  of  not  less  than 
five  or  more  than  ten  dollars,  the  same  to  be  deducted  from  the 
monthly  pay  of  the  person  so  offending. 

The  uniform  of  the  Chief  and  assistant  engineers  shall  con- 
sist of  a  white  fire  cap,  having  the  name  of  their  respective 
offices  on  the  front,  drab  or  other  light  colored  coat  and  pants. 
EacVi  foreman  shall  wear  a  white  fire  cap,  with  black  front,  with 
the  name  of  his  office  and  the  number  of  the  company  to  which 
he  is  attached  thereon,  and  black  coat  and  pants.  All  other 
members  of  the  department  shall  wear  black  coats  and  pants, 
and  black  fire  caps,  having  the  number  of  their  respective 
companies  on  the  front.  The  enginemen,  hostlers  and  firemen 
to  have  the  name  of  their  respective  offices  above  the  number  of 
their  companies.  Each  member  of  the  department  shall  also 
wear  a  grey  flannel  shirt.  Each  officer  and  member  of  the  de- 
partment shall  be  furnished   by  the  Board   of   Commissioners 
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with  a  badge  properly  numbered,  and  they  shall  appear  at  all 
fires  or  alarms  of  fires  with  their  uniform  or  badge. 

In  case  of  sickness,  or  absence  from  the  city  of  any  officer,  or 
member  of  the  fire  department,  his  place  may  be  filled  by  such 
person  as  he  may  select,  provided  that  said  person  be  approved 
by  the  Board  of  Commissioners  and  Chief  Engineer,  and  the 
party  thus  furnishing  a  substitute  shall  be  responsible  for  his 
conduct. 

Each  officer  and  member  of  the  Fire  Department  shall  sign 
the  following  agreement,  in  a  book  to  be  provided  for  that  pur- 
pose by  the  Board  of  Control:  "The  undersigned  having  been 
appointed  a  member  of  the  Baltimore  City  Fire  Department, 
hereby  agrees  to  abide  by  all  the  ordinances  of  the  Mayor  and 
City  Council,  and  the  rules  and  regulations  of  the  Board  of 
Control  of  the  Fire  Department  relating  thereto." 

Each  officer  and  member  of  the  department,  on  signing  the 
rules  and  regulations  of  the  City  Fire  Department,  shall  be 
furnished  with  a  certificate  of  membership,  signed  by  the  Presi- 
dent and  Clerk  of  the  Board  of  Control. 

No  company  shall  be  permitted  to  leave  the  city  with  their 
apparatus  under  any  consideration  whatever,  unless  permission 
be  granted  by  the  Board. 

Absence  from  a  fire  or  alarm  of  fire  without  good  and  suffi- 
cient cause,  (the  same  to  be  determined  by  the  Board  of  Com- 
missioners,) shall  subject  the  party  absenting  himself  to  the 
following  fines,  viz  : 

For  an  assistant  engineer  or  engineman $3  00 

Hostler  or  fireman 2  00 

Foreman ....   1  50 

Extra  men 1  00 

The  same  to  be  deducted  from  their  monthly  pay. 


The  President  shall  be  annually  elected,  at  the  first  meeting 
of  the  Board,  in  the  month  of  March  ;  and  the  members  of  the 
Department  shall  also  be  annually  elected,  in  the  same  month, 
to  take  effect  on  the  first  day  of  April  succeeding. 

All  orders  on  the  City  Treasury  are  required  to  be  signed  by 
the  President,  or  by  two  of  the  Board  of  Commissioners. 
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The  Foremen  are  authorized  to  name  to  the  Board  eight 
suitable  persons  to  act  as  substitutes,  who  shall  be  entitled  to 
receive  badges  gratis,  and  when  ordered  to  the  performance  of 
duty  to  supply  the  place  of  absentees,  shall  receive  the  same 
pay,  to  be  deducted  from  the  monthly  wages. 

The  halls  of  the  Department  shall  not  be  let  for  any  political 
meetings  or  purposes — nor  shall  boys  be  allowed  to  congregate 
about  the  houses.  Card  playing  and  political  discussions  are 
likewise  prohibited  on  the  premises  of  the  Department. 

The  apparatus  of  the  Department,  unless  by  special  order  of 
the  Board,  shall  be  used  for  no  other  purpose  than  the  extin- 
guishment of  fires. 

It  is  ordered  that  the  company  rolls  for  all  fires  or  alarms  of 
fires,  when  out  of  the  district,  shall  be  called  between  the  hours 
of  6  P.  M.  and  6  A.  M.,  and  for  all  fires  in  the  district  as 
usual,  on  the  fire  ground. 

The  Board  expects  the  personal  attendance  of  the  members 
at  all  fires  and  alarms  of  fires — and  attendance  by  substitutes, 
without  the  consent  of  the  Board,  is  a  violation  of  the  rules  of 
the  Department,  and  will  subject  the  party  so  acting  to  imme- 
diate dismissal,  unless  in  case  of  sickness  or  absence  from  the 
city. 

John  T.  Morris,  President. 
William  H.  Stran, 
Charles  W.  Walker, 
John  H.  Baylies, 
Robert  Tyson, 

Commissioners. 

James  L.  Steuart,  Chief  Engineer. 

Henry  Fulton,  Secretary. 
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